To:  R8  Environmentai  Unit  Leader[R08_Environmentai_Unit_Leader@epa.gov] 

From:  OBrien,  Wendy 

Sent:  Mon  8/1 7/201 5 9:01 :35  PM 

You  OK? 

RE:  TestAmerica  EDO  files  from  680-115596-1  Gold  Kina  Mine  - Region  8 
FW:  R8  Validated  Data  that  is  not  on  EPA.qov  Gold  King  Mine  Site 
Do  we  have  someone  we  can  talk  to  re:  fish  questions? 
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